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Ro says: 

This is me on the fire pole. We were asked by someone making a brochure 
for the company to model the use of the fire pole, so I picked up the 
prototype Nightmare board (the only one is existance!) and I perched on 
the pole for about 90 seconds for the photo shoot. 


This picture is taken just after the photo shoot. Note that the board 
is being dropped and chips are about to explode off of it as it hits the 
floor below. 


It cost us a day to put everything back into working order. 
Posted by Steven at June 21, 2008 12:29 PM 


Folks might like to know that when Kevin and Doug decided to do the firepole, they asked me to track down the pole pad that firefighters would place at the base to cushion those descending against 
impact. I got the pad from a fire department out in the 'burbs, and later learned from a fire marshall they should not have sold it to us as GCC wasn't a fire department. 


Posted by: Claudia at June 24, 2008 08:12 AM 
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